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WAITING ROOM IN MICHIGAN CENTRAL STATION DETROIT, MICH. 


, WAITING ROOM IN MICHIGAN CENTRAL STATION, 
\ DETROIT, MICH. R-48156 
\\ 


\ The New Michigan Central Station is located neat 
‘Michigan Avenue between fifteenth and seventeenth, 
Streets, covers twenty-one acres and the total COSigaie 
$15,000,000.00. There will be eleven tracks in‘theg 

that will accommodate 135 passenger coaches f/f 

have all conveniences, such asa complete. Of 

with special facilities for the care ‘of Invalids-a 

Room where travelers can at nominal cost obtqi 

Baths and make a change of clothing. . Accomp 

for passengers will not be outdone by any Railrdad 

in the World: 
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